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Dear Dan: 


The enclosed proposal recommends certain changes to FOG's 
Equipment “List I, Fly-Away Kit for System 1, Revision A and Revision C. 
As you know, one (1) Revision A and three (3) Revision Cs of this list 
are presently on order. This proposal recommends the addition to the 
Revision A list of the items necessary to support the transistorized 
information amplifier and power supply. This Revision A list becomes 
Revision D when these items are included. This proposal also recommends 
the reinstatement of certain fabricated assemblies to the three Revision C 
lists which, although previously deleted, have now proved necessary for 
adequate support of System 1. When these items are included, this list 
becomes Revision E. 


These proposed changes are the results of field consumption and 
requirements as requested by Bill D. in his correspondence to us. 


Itemized lists of parts added are included and are the basis 
for the enclosed cost estimates. The estimated cost of revising the 
Revision A list to a Revision D list is $1,139.28; the fixed fee computed 
at 8.25% on that amount is $93.99, making the total estimated cost including 
fee $1,233.27. The estimated cost of revising the three (3) Revision C 
lists to Revision E lists is $8,128.50; the fixed fee computed at 8.25% on 
that amount is $670.59, bringing the total estimated cost including fee to 
$8,799.09 for three lists. We will not begin procurement of these additional 
items until we receive authorization from you. 


Sincerely, 


oF 
ft 


Enclosures: 

Copies 1 - 3 of 5 of the 

following documents: 
CMCC Doc. No. 1132x5.182 
CMCC Doc. No. 1132x5.183 

3 Copies each of the following: 
Additions to Equipment List I, Revision D 
Additions to Equipment List I, Revision E 
Equipment Iist I, Revision D 
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ADDITIONS TO EQUIPMENT LIST I, REVISION D 


FLY-AWAY KIT FOR SYSTEM 1 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
100 30511 Capacitor, Tantalum, 15 MFD, 

15 V., G. E. No. 29F480 $ 1.80 10 $ 18.00 
LOL 30537 - Capacitor, Tantalum, 10 MFD, 

25 V., G BE. No. 2OF446 1.80 10 18.00 
102 30513 Capacitor, Tantalum, 25 MFD, 

50 V., G. E. No. 29F#75 Tors 2 15.46 
103 30556 Capacitor, Tantalum, 40 MFD, 

30 V., G. E. No. 29F633 7-13 2 15.46 
104 58117 Transformer, Power, RAYCO 

No. O-2612A, per R-W Spec. 

Wo. 289 16.00 i 16.00 
105 49994 Transistor, RCA No. 2N247 2.00 10 20.00 
106 50000 Transistor, G. HE. No. 2N43 440 10 44 OO 
107 49999 Transistor, CLEVITE No. 2N268 6.00 5 30.00 
108 55054 Diode, TEXAS INST. CO. No. 65106 4.85 5 24.25 
109 55042 Diode, HUGHES No. 1N456 4.32 5 21.60 
110 55017 Diode, HUGHES No. 6613 5.00 5 25.00 
ais 55025 Diode, HUGHES No. HR1O0215 6.18 5 30.90 
112 55060 Diode, TRANSITRON No. SV 1010 9.75 5 48.75 
a3. 55045 Diode, TRANSI'TRON No. SV 127 5.20 5 26.00 
114 55064 Diode, TRANSITRON No. SV 131 5.20 5 26.00 
115 55030 Diode, TRANSITRON No. SY 132 5.20 5 26.00 
116 55038 Diode, TRANSITRON No. sv 13 4.00 5 20.00 
217 55068 Diode, TRANSITRON No. sv 18 4.00 5 20.00 
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ADDITIONS TO EQUIPMENT LIST I, REVISION D 


FLY-AWAY KIT FOR SYSTEM 1 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
118 55050 Diode, INTERNATIONAL RECTIFIER 

CORP. No. 1BS1 $ 1.75 5 $ C.75 
119 63028 Cable, Ce Unit to A, or Ap 

Unit 6.00 3 18.00 
120 21098 Capacitor, Tantalum, 25 MFD, 

150 V., G. E. No. 29F478 8.80 4 35.20 
121 50038 Transistor, DELCO RADIO 

No. 2Ne78 10.00 ) 50.00 
122 11522 Base Assembly, C5 and Cé 

Units, per R-W Dwg. No. 

50404097 97.00 a4 97.00 
123 11963 Cable, Base Assembly to 

Bulkhead, (W 1206) per R-W 

Dwg. No. 50404102 20.00 aI 20.00 
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Y sO S, 
ADDITIONS TO EQUIPMENT LIST I, REVISION E 
FLY-AWAY KIT FOR SYSTEM 1 

MP ESTIMATED NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
65501 Crystal, 1 KC, MONITOR 

PRODUCTS CO., MC-152, with 

Octal Base, or HILL BLEC- 

TRONICS No. 8320858 $ 70.00 2 $ 140.00 
45005 Klystron, SPERRY 2K41 198.25 2 396.50 
10174 Motor, Capstan, with 

Electric Filter, Mech. 

Filter and Bracket 186.15 2 372.30 
10184 Motor, Supply Reel and 

Gear Box Assembly 257.00 2 514.00 
10168 Motor, Take-up Reel and 

Gear Box Assembly 257.00 2 514.00 
10228 Alcohol, Grain, 1 Gal. ies) 2 2.10 
55010 Diode, GERMANIUM No. 1N99 1.12 12 13.44 
10600 Solenoid, Jam Roller, WEST 

COAST ELECTRIC MFG. CORP. 

No. A-359 6.75 2 13.50 
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